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Message Text 

CONFIDENTIAL 

PAGE 01 MANILA 06980 01 OF 03 29I023Z 
ACTION LA- 12 

INFO OCT-OI ISO-00 ICAE-00 NSCE-00 SSO-00 SS-15 A-OI 
OPR-02 SY-05 USSS-00 CPR-OI PA-OI /038W 

1 10330 29I030Z/I0 

O 290947Z APR 78 
FM AMEMBASSY MANILA 

TO SECSTATE WASHDC NIACT IMMEDIATE 5063 
AIR FORCE TWO NIACT IMMEDIATE 
INEO CINCPAC HONOLULU HI IMMEDIATE 

CONEIDENTIAL SECTION 01 OE 03 MANILA 06980 

EOR DAVE BEIGING, TRIP DIRECTOR, VP OFEICE 

CINCPAC EOR WILLIAM ROBERTS, VP STAEF 

E.O. II652: GDS 

TAGS: OVIP (MONDALE, WALTER F) 

SUBJECT: DRAFT SCHEDULE NO. I, MANILA 

REF: MANILA 6974 

CONTINUATION OF MANILA 6974 

THURSDAY, MAY 4, 1978 

NOTE: BAGGAGE CALL EOR PRESS 6:45 A.M. 

- BAGGAGE CALL FOR OFFICIAL PARTY AND STAFF - NOTICE 

- TO BE PLACED UNDER DOOR 

7:30 A.M. - PRESS DEPARTS VIA MOTORCADE EOR HELIPAD AT 
(RPST) POLK ART THEATER 

PRESS INSTRUCTIONS 
MOTORCADE ASSIGNMENT 
CONEIDENTIAL 

CONEIDENTIAL 
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PRESS BUS - H. BURNS 
J. LANDRETH 
D. SCHOONOVER 

7:35 A.M. - ARRIVAL HELIPAD 
(RPST) 
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7:40 A.M. - PRESS BOARDS HELICOPTER ENROUTE CORREGIDOR 
(RPST) 

ASSIGNMENTS TO BE MADE AT HOTEL. PLEASE 
REMEMBER YOUR CHOPPER NUMBER EOR RETURN. 

THEY WILL BE POSTED ON CHOPPER PRIOR TO 
DEPARTURE. 

7:45 A.M. - OEEICIAL GUESTS AND STAFE DEPART ENROUTE FOR 
(RPST) FOLK ART THEATER HELIPAD. 

7:40 A.M. - OFFICIAI . GUESTS AND STAFF ARRIVE HELIPAD. 

(RPST) 

8:00 A.M. - OEEICIAL GUESTS AND STAFE DEPART ENROUTE 
(RPST) CORREGIDOR. 

NOTE: OFEICIAL GUESTS AND STAFE HELICOPTER ASSIGNMENTS: 

HELICOPTER NO. I - THEODORE A. MONDALE, SON OF VICE 
PRESIDENT 

MR. BRUCE DAYTON 

RICHARD MOE, CHIEF OF STAFF TO THE VICE 
PRESIDENT 

CONEIDENTIAL 

CONEIDENTIAL 
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DAVID L. AARON, DEPUTY ASSISTANT TO THE 
PRESIDENT FOR NATIONAL SECURITY AEFAIRS 

JAMES A. JOHNSON, EXECUTIVE ASSISTANT 
TO THE VICE PRESIDENT 

A. DENIS CLIFT, ASSISTANT TO THE VICE 
PRESIDENT FOR NATIONAL SECURITY AEFAIRS 

ALBERT EISELE, ASSISTANT TO THE VICE 
PRESIDENT AND PRESS SECRETARY 

RICHARD C. HOLBROOKE, ASSISTANT SECRE- 
TARY OF STATE FOR EAST ASIAN AND PACIFI 
AFFAIRS 

MAJOR JOHN MATHENY, USAF-MILITARY AIDE 
TO THE VP 

D. TOUSSAINT, DCM, WILL BE DEPARTING 
FOR CORREGIDOR ON STAFF NO. I , AND 
RAMON LUIS, WHITE HOUSE STAFF, WILL BE 
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DEPARTING FOR MIA ON STAFF NO. 1 . 

HELICOPTER NO. 2-MICHAEL ARMACOST, NATIONAL SECURITY 
COUNCIL STAFF 

- MORTON I. ABRAMOWITZ, DEPUTY ASSISTANT SECRE 
TARY OF DEFENSE FOR INTERNATIONAL SECURITY 
AFFAIRS 

- ERLAND H. HEGINBOTHAM, DEPUTY ASSISTANT SEC- 
RETARY OF STATE FOR EAST ASIAN AND PACIFIC 
AFFAIRS 

- DAVID A. BEIGING, VICE PRESIDENT'S STAFF- 
TRIP DIRECTOR 

CONFIDENTIAL 

CONFIDENTIAL 
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- MSG JOHN OWENS, US AF 

- PENNY MILLER, SECRETARY TO THE VICE PRESI- 
DENT 


CONFIDENTIAL 


NNN 

CONFIDENTIAL 

PAGE 01 MANILA 06980 02 OF 03 291031Z 
ACTION EA- 12 

INFO OCT-01 ISO-00 ICAE-00 NSCE-00 SSO-00 SS-15 A-01 
OPR-02 SY-05 USSS-00 CPR-01 PA-01 /038W 

110407 291034Z/23 

O 290947Z APR 78 
EM AMEMBASSY MANILA 

TO SECSTATE WASHDC NIACT IMMEDIATE 5064 
AIR FORCE TWO NIACT IMMEDIATE 
INFO CINCPAC HONOLULU HI IMMEDIATE 

CONFIDENTIAL SECTION 02 OF 03 MANILA 06980 

FOR DAVE BEIGING, TRIP DIRECTOR, VP OFFICE 

CINCPAC FOR WILLIAM ROBERTS, VP STAFF 
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- ROBERT MCNEELY, VICE PRESIDENT'S STAFF 
PHOTOGRAPHER 

- SCPO ELIAS I. RODRIGUEZ, VICE PRESIDENT'S 
STAFF 

- MALCOMB N. JOSEPH, PHYSICIAN 

- VICE PRESIDENT'S MOTORCADE DEPARTS 
PHILIPPINE PLAZA HOTEL ENROUTE MALACANANG 
PALACE 

MOTORCADE ASSIGNMENT 


LEAD 

VICE PRESIDENT'S CAR VICE PRESIDENT 
M. MURRAY 

RP FOLLOW-UP CAR 

USSS CAR 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 MANILA 06980 02 0E03 29I03IZ 


8:15 A.M. - ARRIVE MALACANANG PALACE. VICE PRESIDENT 
(RPST) MET BY PRESIDENT MARCDS 

8:30 A.M. - DEPART MALACANANG HELIPAD FOR CORREGIDOR 
(RPST) 

9:00 A.M. - ARRIVAL OF PRESIDENT MARCOS AND VICE PRESI- 
(RPST) DENT MONDALE AT CORREGIDOR BOTTOMSIDE HELI- 
PAD 

9:05 A.M. - PRESIDENT MARCOS AND VICE PRESIDENT MONDALE 
(RPST) PROCEED EROM HELIPAD TO DESIGNATED AREA IN 

FRONT OF HONOR GUARD, ACCOMPANIED BY GUARD 
COMMANDER 

THE HONOR GUARD IS BROUGHT TO "PRESENT ARMS, 
BAND PLAYS RUFFLES & FLOURISHES EOLLOWED BY 
U.S. NATIONAL ANTHEM AND PHILIPPINE NATIONAL 
ANTHEM, SIMULTANEOUSLY, A 2 1 -GUN SALUTE IS 
RENDERED 

THE HONOR GUARD EXECUTES "ORDER ARMS" 

PRESIDENT MARCOS AND VICE PRESIDENT MONDALE 
REVIEW THE TROOPS. UPON COMPLETION THE 
HONOR GUARD IS BROUGHT TO "ORDER ARMS. " 

GUARD COMMANDER FACES PRESIDENT MARCOS AND 
VICE PRESIDENT MONDALE AND SALUTES, SALUTE 
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IS ACKNOWLEDGED. GUARD COMMANDER SHAKES 
HANDS WITH HONORED. 

NOTE: MAI. MATHENY WILL GO TO GRANDSTAND. THERE IS NO 

- FUNCTION FOR U.S. MILITARY AIDE 

CONFIDENTIAL 

CONFIDENTIAL 
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- PRESIDENT MARCOS AND VICE PRESIDENT MONDALE PROCEED 

- TO WREATH-LAYING CEREMONIAL AREA. THEY ARE lOINED 

- BY JAPANESE AMBASSADOR TO THE PHILIPPINES, 

- KIYOHISA MIKANAGI. 

PHOTO OPPORTUNITY 

- FACING THE (SURRENDER SITE MEMORIAL) WREATH LAYING 

- AREA THE VICE PRESIDENT IS ON PRESIDENT 

- MARCOS RIGHT SIDE. ON THE COMMAND QUOTE ORDER 

- ARMS UNQUOTE PRESIDENT MARCOS MOVES FORWARD TO LAY 

- THE WREATH AGAINST QUOTE CORREGIDOR MARKER UNQUOTE 

- AND AETER BRIEF MEDITATION STEPS BACK. THE VICE 

- PRESIDENT FOLLOWS SUIT, LAYING HIS WREATH NEXT TO 

- PHILIPPINE WREATH. THE JAPANESE AMB. FOLLOWS SUIT. 

- HONOR GUARD IS BROUGHT TO QUOTE PRESENT ARMS 

- UNQUOTE, DRUMMER BEATS FOUR RUFFLES, THREE VOLLEYS 

- ARE FIRED, TAPS ARE SOUNDED, BAND PLAYS, QUOTE 

- ORDER ARMS UNQUOTE, GUARD COMMANDER FACES HONOREES, 

- REPORT COMPLETION OF CEREMONY 

- AFTER CEREMONY HONOREES ARE ESCORTED TO GRANDSTAND 

- WHERE PROGRAM FOR QUOTE JOINT-BATAAN-CORREGIDOR 

- DAY UNQUOTE BEGINS . 

PHOTO OPPORTUNITY 

- WHEN THE PARTICIPANTS AND GUESTS ARE IN POSITION, 

- THE PROGRAM IS STARTED AND CONDUCTED IN THE EOLLOW- 

- ING SEQUENCE: 

- OVERTURE BY THE GHQ BAND 

- ECUMENICAL PRAYER BY LEADERS OF RELIGIOUS GROUPS 


CONFIDENTIAL 


NNN 
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CONFIDENTIAL 

PAGE 01 MANILA 06980 03 OF 03 29I030Z 
ACTION LA- 12 

INFO OCT-OI ISO-00 ICAE-00 NSCE-00 SSO-00 SS-I5 A-OI 
OPR-02 SY-05 USSS-00 CPR-OI PA-OI /038W 

1 10376 29I032Z/IO 

O 290947Z APR 78 
FM AMEMBASSY MANILA 

TO SECSTATE WASHDC NIACT IMMEDIATE 5065 
AIR FORCE TWO NIACT IMMEDIATE 
INEO CINCPAC HONOLULU HI IMMEDIATE 

CONEIDENTIAL SECTION 03 OE 03 MANILA 06980 

EOR DAVE BEIGING, TRIP DIRECTOR, VP OFEICE 

CINCPAC EOR WILLIAM ROBERTS, VP STAEF 

- CHORAL RENDITION BY THE DOT CHORAL GROUP 

- INTRODUCTION OP THE SPECIAL GUEST OF HONOR BY THE 

- SECRETARY OP POREIGN AFPAIRS 

- SPEECH BY THE SPECIAL GUEST OF HONOR 

THE VICE-PRESIDENT OP THE U.S . A. 

- INTRODUCTION OP THE GEUST OP HONOR 

BY THE SECRETARY OP NATIONAL DEPENSE 

- ADDRESS BY THE GEUST OP HONOR 

THE PRESIDENT OP THE PHILIPPINES 

NOTE: OPPICIAL PARTY AND GUESTS WILL BE SEATED IN THEIR 

- DESIGNATED AREA BY PILIPINO MILITARY OFPICIALS 

- UPON COMPLETION OP PROGRAM PRESIDENT MARCOS AND 

- VICE PRESIDENT BOARD COASTER BUS FOR TOUR OF 

- MALINTA TUNNEL 
CONEIDENTIAL 

CONEIDENTIAL 
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NOTE: OPPICIAL PARTY AND GUESTS WILL BOARD A COASTER BUS 

- EOR TOUR TO TUNNEL 

PHOTO OPPORTUNITY 

- UPON COMPLETION OP TOUR ALL PARTIES WILL REBOARD 

- HELICOPTERS 
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10:30 AM DEPART CORREDIGOR ENROUTE MANILA INTERNATIONAL 

- AIRPORT 
(RPST) 

PHOTO OPPORTUNITY 

1 1 :00 AM ARRIVE MANILA INTERNATIONAL AIRPORT 
(RPST) 

NOTE: PRESS AND OFFICIAL PARTY WILL ARRIVE FIRST 

- IF FORMAL DEPARTURE CEREMONY IS WAIVED ALL OF THE 

- PARTY WILL BOARD AIR FORCE 11, IF NOT THEY WILL BE 

- GUIDED TO DESIGNATED AREA. 

PHOTO OPPORTUNITY 

- IF A FORMAL DEPARTURE CEREMONY IS ORDERED BY 

- PRESIDENT MARCOS, SAME PROCEDURE WILL EOLLOW AS 

- DID ON ARRIVAL. 

- A 21 GUN SALUTE WILL FOLLOW ON TAKE OFF, IF FORMAL 

- DEPARTURE CEREMONIES ARE WAIVED. 

NOTE: PRESS PHONES AT AIRPORT 

1 1:25 AM PRESIDENT AND MRS. MARCOS BID VICE PRESIDENT 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 03 MANILA 06980 03 OE 03 29I030Z 

- AND MRS. MONDALE GOODBY. 

1 1 :30 AM AIR FORCE II DEPARTS MANILA FOR BANGKOK. 

NOTE: LUNCH SERVED ON BOARD. STULL 


CONFIDENTIAL 


NNN 
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